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SWINGSPOUT MEASURE CO. 


Domestic Measures 


a 


Telescoping Extension Spout Measures 


Plastic copper finish—a great conven- 
ience in the home garage. Has most of the 
advantages of the regular Swingspout line 


for fast and easy oil dispensing. 
Extension spout of seamless steel tub- J s 


Z A . 501 1 QUART 235 
ing, for all measures except pint size, ex- 502 2 QUART 260 
tends to 15’’ and with Swingspout’s exclu- , 
sive flow-control solves the problem of hard- 
to-reach openings. 
3001 1 QUART 9.80 Botlspout 
3002 2 QUART 10.55 
3004 4 QUART 12.10 
3005 5 QUART 12.95 
3006 6 QUART 13.85 
3007 7 QUART 14.20 
3008 8 QUART 14.50 
Same as above but with economy painted 
finish. 
3001-P 1 QUART PAINTED 8.90 
3002-P 2 QUART PAINTED 9.60 
3004-P 4 QUART PAINTED 11.00 77 BOTLSPOUT 1.10 
3005-P 5 QUART PAINTED 11.80 
3006-P 6 QUART PAINTED 12.60 
3007-P 7 QUART PAINTED 12.90 
3008-P 8 QUART PAINTED 13.20 


AUTOMATIC 


Automatic Transmission Fluid Dispenser 


18”’ flexible tapered spout reaches and 
fits transmission openings; makes servicing 
quick and safe. 


1010 1 QUART 9.30 
1012 2 QUART 10.05 
1014 4 QUART 11.60 
1015 5 QUART 12.50 
1016 6 QUART 13.35 
1017 7 QUART 13.70 
1018 8 QUART 14.00 


; ‘ j er Same as above but with economy painted 
For dispensing automatic-transmission 


fluids from one quart sealed containers. finish. 
1010-P 1 QUART PAINTED 8.45 
6000 1 QUART 11.25 1012-P 2 QUART PAINTED 9.15 
6000-P 1 QUART PAINTED 10.25 1014-P 4 QUART PAINTED 10.55 
7 1015-P 5 QUART PAINTED T1235 
With Flex Spout 1016-P 6 QUART PAINTED 12.15 
500 1 QUART 10.40 1017-P 7 QUART PAINTED 12.45 
500-P 1 QUART PAINTED 9.45 1018-P 8 QUART PAINTED 12.75 


TRANSMISSION 


Sealed Oil Dispenser 


Swingspout’s famous features make dis- 
pensing of sealed oil a one-hand job. The 
long one piece seamless spout is tapered 
for easy insertion into otherwise hard-to- 
reach crankcase openings. For one quart 
sealed containers. 


600 1 QUART 10.40 
600-P 1 QUART PAINTED 9.45 


MEASURES 


With Dust Covers 


Automatic Transmission Measures are 
available with hinged covers, an added pre- 
caution against contamination of transmiss- 
ion fluids. 


1210 1 QUART 10.12 
1212 2 QUART 10.90 
1214 4 QUART 12.45 
1215 5 QUART 13.30 
1215-P 5 QUART PAINTED 12.10 


See our price sheet for current factory 


recommended prices. 
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SWINGSPOUT MEASURE CoO. 


REGULAR LONG SPOUT MEASURES 


Regular Long Spout 


This complete line of Swingspout Oil 
Measures represents the finest in dispensing 
equipment. Quality-built of heavy-duty steel, 
copper-plated, with one-piece seamless 
spout. Here is a product tested and proved 
by millions of users. Swingspout Measures 
last longer, serve you better. 


100 
101 
102 
104 
105 
306 
307 
308 


250-L. 


100-P 
101-P 
102-P 
104-P 
105-P 
306-P 
307-P 
308-P 
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1 PINT 

1 QUART 
2 QUART 
4 QUART 
5 QUART 
6 QUART 
7 QUART 
8 QUART 


2-1/2 LITER 


1 PINT PAINTED 
1 QUART PAINTED 
2 QUART PAINTED 
4 QUART PAINTED 
5 QUART PAINTED 
6 QUART PAINTED 
7 QUART PAINTED 
8 QUART PAINTED 


7.30 
8.20 
8.95 
10.30 
11.20 
12.00 
12.35 
12.55 


9.70 


PAINTED 


6.65 
7.45 
8.15 
9.35 
10.20 
10.90 
11.25 
11.40 


Thumb-Action Oil Measure 


Just the touch of your thumb permits the 
oil to flow—rapidly or slowly as you wish — 
or snaps the valve shut instantly. This new, 
foolproof mechanism is another exclusive 
Swingspout feature, unconditionally guaran- 
teed for the long life of the measure itself. 


701 1 QUART 7.25 
702 2 QUART 7.65 
704 4 QUART 8.80 
705 5 QUART 10.00 
706 6 QUART 10.35 
708 8 QUART 11.20 


FINISH LONG SPOUT 


701-P 1 QUART PAINTED 6.60 
702-P 2 QUART PAINTED 6.95 
704-P 4 QUART PAINTED 8.00 
705-P 5 QUART PAINTED 9.10 
706-P 6 QUART PAINTED 9.40 


708-P 8 QUART PAINTED 10.20 


Long Spout With Dust Cover 


These Swingspout measures with the 
added feature of a hinged cover offer protec- 
tion where there is danger of contamination. 


200 1 PINT 8.15 
201 1 QUART 9.00 
202 2 QUART 9.80 
204 4 QUART 11.10 
205 5 QUART 12.05 
MEASURES 


200-P 1 PINT PAINTED 7.40 


201-P 1 QUART PAINTED 8.20 
202-P 2 QUART PAINTED 8.90 
204-P 4 QUART PAINTED 10.10 


205-P 5 QUART PAINTED 10.95 
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SWINGSPOUT MEASURE CoO. 


Galvanized Funnel Measure 


WW 1 QUART 1.35 
112 2 QUART L72 
114 4 QUART 2.05 


Tractor Funnel 


Number Cap. Dia. Ht. Price 


58 8 QT. 10-1/4"X 13 2.25 
558 8 QT. 10-1/4"X 13" 2.15 


Radiator Filler - Oval 


102-G 3 GALLON 3.55 


Drainpan 
Heavy Duty Galvanized 


172 3-1/2 GAL., NO BAFFLE 2.00 
174 7 GAL., WITH BAFFLE 3.90 


FUNNELS = FILLERS 


Pouring Measure 


131 1 QUART PAINTED 3.00 
132 2 QUART PAINTED 3.70 


Heavy Duty, Hot Dipped 
Galvanized Funnels 


Number Cap. Dia. Ht. Price 


D-71 1QT. 5-1/2"x 8" .95 

D-72 2QT. 6-1/2" X 8-1/2" led 

D-74 4QT. 9-1/2"X 10" 1.45 
Transpout 


ox 
SS J 


The all new transpout puts an end to 
the messy job of filling auto transmissions. 
Now it’s a simple, clean job that can be 
done with ease and No Mess! The 17’’ flexi- 
ble tube spout makes it easy to get to those 
usually hard to reach spots. 


A-62 TRANSPOUT 2.00 


Flex Funnel Measure 


121 1 QUART 2.05 
122 2 QUART 2.25 
124 4 QUART 2.75 


Funnel Spout 


Here is a durable, long lived funnel that 
will take years of hard usage without dam- 
age. It’s silver sheen finish allows you to 
simply ‘‘wipe it off’’ and the funnel is clean 
and ready to use again! 


Number Dia. Ht. Price 
A-60 5-1/4" xX 6" 95 


Offset Dash Funnel 


Hot dip galvanized after forming. Equiped 
with fine mesh brass strainer. 


Number Cap. Dia. Ht. Price 
165 5 QT. 10" X 12" 2.45 


All items listed in this catalogue 


are stocked in our warehouse. 
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SWINGSPOUT OIL SPOUTS SWINGSPOUT OIL SPOUTS 


SWINGSPOUT OIL SPOUTS 


For One Or Five-Quart Cans 


5-S LENGTH, 8-1/2" 1.65 
CANSPOUT -60 5-SJ LENGTH, 7-1/2" 135 


For One Quart Cans 


SWINGSPOUT OIL SPOUTS 


SWINGSPOUT OIL SPOUTS 


5-SUP CANSPOUT 1.05 Canspout For Anti-Freeze 
5-SS CANSPOUT 2.25 
(WITH SIDE WALL PERFORATOR) 5-SG CANSPOUT 2.95 


PLEWS OIL SPOUTS 


PLEWS OIL SPOUTS 


For One Or Five-Quart Cans 


5 CANSPOLIT .90 
SWINGSPOUT OIL SPOUTS 


aa 


Canspout For The Car Owner 


10 CANSPOUT .55 
PLEWS OIL SPOUTS 


—_ “j 
ps Slo, “| 


y 


5-PJ LENGTH, 7-1/2" 1.52 N-5-P LENGTH, 8-1/2" 1.84 10-PCS LENGTH, 4" -60 
PLEWS AUTOMATIC SWINGSPOUT SWINGSPOUT 
TRANSMISSION FILLER AUTOMATIC TRANSMISSION FILLER AUTOMATIC TRANSMISSION FILLER 
th ay. 


Open sealed cans and dispenses fluid — 
quickly, cleanly and safely. Butterfly con- 
trol valve provides positive rate of flow. 


No more broken valve handles—25”’ 5-SJD = WITH FLOW CONTROL 4.65 


spout, the longest spout on the market, 
makes filling transmissions easier and 
faster. 


PLEWS FUNNEL TYPE 


TRANSMISSION FILLER 


N-5-PFS 25" SPOUT 5.04 


Flexible Detachable Extension 


Equipped with a tempered steel cutting 
blade, an 18’ flexible spout with a tapered 
tip, and 80 mesh screen. Lacquered finish. 


9 CANSPOUT 1.25 FT-6 
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LENGTH, 18" 6.72 


‘i 


Insert this convenient canspout into can 
and you're ready to pour transmission fluid 
instantly. No-leak vent provides rapid flow. 


5-SJA CANSPOUT 1.90 


PLEWS TRANSMISSION FILLER 


The 5-PJD is designed for opening and 
pouring automatic transmission fluids from 
one and five quart cans. Pinching hose 
stops flow and spilling. Nickel-plated steel 
spout, long wearing blade and 16’’ high- 
grade neoprene hose with steel nozzle. 


5-PJD LENGTH, 16" 3.66 


EAGLE 
FLAT-JAK STOWAWAY FILLER 


A safe, convenient, efficient filler for 
power lawnmowers, outboard motors, and 
other power driven implements. Automatic 
shut-off valve in end of spout—no spilling. 


172-1/2 2-1/2 GAL. CAP. 6.50 


EAGLE 
GALVANIZED OIL CANS 


This particular can is made from heavy 
(26 gauge) galvanized steel. Bottom double 
seamed to body. Ideal for use with stoves 
or heaters, for construction work or general 
factory maintenance. 


401 1 GAL. CAP. 1.60 


EAGLE 
GALVANIZED OIL CANS 


This heavy duty oil can is the same as 
the 401 above only with a 5 gallon capacity. 
Spout allows fast pouring. 


405 5 GAL. CAP. 3.20 


EAGLE 
WELDED STEEL GASOLINE FILLER 


The safe, efficient, convenient filler for 
filling tanks of outboard motors, outdoor 
power tools and equipment, gasoline ranges 
etc. 7-1/2”" spout. 


TAVZ 2-1/2 GAL. CAP. 6.50 


EAGLE 
WELDED STEEL GASOLINE FILLER 


Same as above, except with five gallon 
capacity. 


75 5 GAL. CAP. 8.00 


EAGLE 
TRANSFER OR FILLER CAN 


An all purpose heavy duty welded steel 


can with 4’ filler opening and large re-en- 
forced pouring spout for rapid filling or dis- 
pensing. Friction style spout and filler caps. 
9005-R 


5 GAL. CAP. 8.00 


EAGLE 
GALVANIZED GASOLINE CANS 


This galvanized gasoline can is made 
from heavy (26 gauge) galvanized steel. Bot- 
tom double seamed to body. Ideal for con- 
struction work or general maintenance. 


501 1 GAL. CAP. 1.60 


EAGLE 
GALVANIZED GASOLINE CANS 


Same as above except with 2-1/2 gallon 
capacity. 


502-1/2 2-1/2 GAL. CAP. 2.36 


SWINGSPOUT GAS CONTAINER 


This ‘‘squat’’ 2-1/2 gallon gasoline con- 
tainer features a reversible pouring spout 
and filter screen. 


92-1/2 2-1/2 GAL. CAP. 4.75 
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